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Mr* F* M. 

itoejlcaii Le^Ott# U^gaartiMBTi't of 
Ifew' 

l^v MascIoo 

lllear S»3Xh«vill«: 


i 

i 

i 


933d tibs n«*wfliflra of '^e Legicm 

of Hwr Ktoico for tbe citation fcap mntoriam 
seerUcflf ja^ected ^ 03 Ulrscto** at CttE^znX IntelXlgince# 

Four tal^jsem of 23 «ad th* srxdval of eeati- 

flc&te on Chrlstsnaa Ive he3®e4 »ake ay 0hartL«t!fflfls a yl«i®snt 
IXidCQd* 


Xm. i/hctlar tfce IJew MacLco SegpartEeofc fftKWld 

aide l 0 glm cfifflctea la Ite^rfagtcsi to b»I» an offlciai 
Sraaentatlon to an of tSsa cartlflca^ ia nanai of iba 
B^paPteit of mv Mexico. I yon to imow that I fi®pr«cl- 
asts having anecalvod the cortlf Icatn fstm ycn^ C anwand ag 
McJkfene and Adjutant Fallas and aedbisg «ou3d he added to 
thla distinction ty having aojaeone outside of the Deg^artment 
of H«r Itedlco aahe a p3?es«atatlc«i to 3«e. 
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Bi^ vishes tar a haiiiy tamx to you and the wmSm:- 
of the AraeJlcan Lsgl<«, T3«^fBXtam% of Mew Mexico. 

Sincerely, 

SIGNED 

Allen W. Xlullee^ 

Director 
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For F^lea^e^03£1/30^piA-RDP80R01731^0g, _ 





TU 


AT 








WU EOy^ NL PD 

ALBUQUERQUE NMEX DEC 2> 

ALLEN DULLES DIRECTOR, CENTRAL INTELLIGENCE AGENCY 

PERSONAL FOR MR DULLES PLEASE. REFER MY RECENT LETTER 
CITATION MERITORIOUS SERVICE TO YOU AND THE AGENCY FOR 
YOUR UNHERALDED GREAT WORK BEING MAILED DIRECT TO YOU 
IN HOPE CERTIFICATE ARRIVES BY CHRISTMAS. PLEASE CONTACT 
ME AFTER UAN 5TH AND LET ME KNOW IF OUR LEGION DEPT 
HERE SHOULD CONTACT ANY OTHER OFFICIAL OR OFFICE OR DEPT 
LEGION THERE TO MAKE OFFICIAL PRESENTATION IN OUR NAME. 
MERRY CHRISTMAS. MAY THE ETERNAL BLESS YOU AND YOUR 
WORK 

F M KERCHEVILLE CHAIRMAN AWARDS AMER LEGION DEPT OF 
NEW MEXICO 

DEC 24 3^;5AME. 
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